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A pamphlet issued for the benefit of those 
wishing to have successful heating 
apparatus, combining comfort, cleanliness, 
health fulness, with economy in lahor and 
fuel. We herewith illustrate a few of the 
many buildings heated and ventilated 
by us. 
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ANNOUNCEMENT 
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E beg to present to you this pamphlet for your 
inspection. It contains views of a few of the 
many buildings which have been heated and 
ventilated by our system. Our idea in publish- 
ing this is to establish the fact to those con- 
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templating the installation of a heating, or a heatin 5 
ventilating system, that we have had wide experience m this 
line and that we are capable of undertaking the largest work. 
You are respectfully referred to the buildings illustrated and 
many others not illustrated herewith. 
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the construction of some of the most important and finest work 
in this country, and claim that we have made a success of our 
work, as shown by the illustrated buildings. Thi 
of careful supervision of the work and competent and 
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experienced workmen. 

We claim for 1 



claim for the MURCO VAPOR- VACUUM 

SYSTEM the following advantages over the old style steam 
and hot water systems, and are prepared to guarantee same : 



1. 



Simplicity of installation. 



3. 



2. Noiseless operation. No water hammering. 

Does away with the air valve, eliminating unpleasant 
odors from steam. 

4. Positive circulation. 

5. Simplicity of operation. 

6. Saving of Fuel. 

7. No packing of valves. 

8. No leaking of valves. 
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Thirty years of experience in high and low pressure 
steam heating, hot water heating and ventilating, and the stand- 
ing which we have secured in this field, are sufficient guarantee of 
the success of our new development, namely — the MURCO 

VAPOR -VACUUM SYSTEM. 

Although it has been on the market but a few years, a 
great number of installations have been made in many of the 
prominent buildings, residences, etc. 

The valves and other specialties for use in this system 
are sold upon a commercial basis. No royalty charges are 
made for the use of patents covering the valves, or their appli- 
cation to heating systems where our specialties are used 
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lusively. 



We shall be pleased to explain this system more 
thoroughly, co-operating with Architects and Engineers in 
the application of a perfect, up-to-date Vapor- Vacuum Heat- 
ing System for buildings of all kinds, whether large or small. 

Soliciting your consideration and patronage, we remain, 

Yours respectfully, 

MURCO VAPOR-VACUUM COMPANY, 



1619 Sansom Street 



Philadelphia, Pa., August, 1913. 
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Showing Connkctions to Radiators 
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Apartment House, 1217 South Broad Street 

Philadelphia, Pa. 



Milligan & Pierson. Architects, 
chard Gilpin, Engineer. 
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Top Vh:w of Murco Lock-Shield Feed Valve 




Top View of Murco Wood-Handle Feed Valve 
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St. Joseph's Rectory, Sea [sle City, N. J. 
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Murco Air Discharge Trap, 
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Annunciation School. S. E. Cor. ioth and Dicki on Sts., 

Philadelphia. Pa. 
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Murco Vapor Regulator. 
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hi \m. I iENGEB Station'. Penna. k. k., J i r \ Cm I 
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Murco Return Valve, 
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Stevens Hotkl, Sea Isle City, N. J. 
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lrco Lock -Shield Feed Valve 




Murco Wood- Handle Feed Valve. 
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Sacred Hi- art School, 30 and Rked Sts., Philadelphia, P 



Geo, I- Lovatt, Architect- 
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Murco Gauge. 
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A Partial List of the Many Buildings and Residences 

Heated by Us. 

Addison Henry Memorial Presbyterian Church, 65th and Lansdowne 

Ave., Philadelphia, Pa. 
Arcade Building, 15th and Market Sts., Philadelphia, Pa. 
Ardmore High School, Ardmore, Pa. 
Armstrong, W. J., 3709 Baring St., Philadelphia, Pa. 
Atlantic City Country Club, Northfield, N. J. 
Bear, B. F., 4032 Baring St., Philadelphia, Pa. 
Blair County Jail and Court House, Hollidaysburg, Pa. 
Blair County Retreat, Hollidaysburg, Pa. 
Boericke, Dr. F. A., 4164 Leidy Ave., Philadelphia, Pa. 
Bradley School, Ashury Park, N. J. 
Bnnce, B. S., 4048 Walnut St., Philadelphia, Pa. 
Campbell, Dr. O. C, Broad and Snyder Ave., Philadelphia, Pa. 
Carnegie Library, Falls of Schuylkill, Pa. 
Cookman, W. H., Germantown, Pa. 

Coyle Apartments. Ridge Ave. and Oxford St.. Philadelphia, Pa. 
Diesinger, Charles, 720 Sansom St., Philadelphia, Pa. 
Ewing, Alexander, 318 So. 20th St., Philadelphia, Pa. 
Farley, James J.. Sumac and Ridge Ave, Wissahickon, Pa. 

■ 

Freeney's Residences, J. and M., Oak Lane, Pa. 

Godey, F. A., Fort Washington, Pa. 

GoflE, S. P., Camden, N. J. 

Han scorn, E. E., Oak Lane, Pa. 

Horstman, J. J., 3037 Walnut St., Philadelphia, Pa. 

Irwin Passenger Station, Irwin, Pa. 

Jersey City Traction Co., Office Building, Jersey City, N. J. 

Kate^. Clarence Sears, Glen Lock, Pa. 

Kennedy, T. B., Pres. Cumberland Valley Railroad Co., Chambers- 
burg. Pa. 
Lincoln Institute, 324 So. nth St., Philadelphia, Pa. 
Lucas & Co., John. 4th and Race Sts., Philadelphia. I 
Lummis & Co., 148 No. Delaware Ave., Philadelphia, Pa. 
Martin. James, 212 No. 33d St., Philadelphia, Pa. 
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McDonough, James, 3026 Lehigh Ave., Philadelphia, Pa. 

McDonough, James, Wildwood, N. J. 

New Brunswick Passenger Station, New Brunswick, N. J. 

O'Neill, Patrick, 1526 So. Broad St., Philadelphia, Pa. 

Princeton Preshyterian Church, Saunders and Powelton Ave., 

Philadelphia, Pa. 
Quaine, W. J., 214 So. 8th St., Philadelphia, Pa. 
Rittenhouse Hotel, 22d and Chestnut Sts., Philadelphia, Pa. 
Reilly, Thomas, Bala, Pa. 
Sargent, Winthrop, Haverford, Pa. 
Shand, A. C, Narberth, Pa. 

Sowney, John, 1627 So. Broad St., Philadelphia, Pa. 
St. Michael's Church, 2d and Master Sts., Philadelphia, Pa. 
St. Michael's Church, Chester, Pa. 

Trainer, Edward A.. 2350 No. Broad St., Philadelphia, Pa. 
Union Station, Baltimore, Md. 
Union Station, Pittsburgh, Pa. 
\ oorhees, Theodore, Oak Lane, Pa. 

Wolfinger, George D., Colorado and York Sts., Philadelphia, Pa. 
Young Men's Christian Association, 41st and Westminster Ave 

Philadelphia. 



In Connection With the Above, We Have Also 
Installed Power and Heating Plants in the 

Following : 

Cumberland Valley State Normal School, Shippensburg, Pa. 

Brown's Warehouse, Brown's Wharf, Baltimore, Md. 

Office Building of Eastern Passenger Agent, 29th St. and 5th Ave., 

New York, N. Y. 

Office Building, 102 1 Market St., Philadelphia, Pa. 

The Royal Apartment House, 1208-10 No. Broad St., Philadelphia, 

Pa. 

Philadelphia Brewing Co.'s Office Building, 6th and Clearfield Sts., 

Philadelphia, Pa. 

And Numerous Other Buildings. 



